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1 
This invention relates fo razors used by bar- 
bers and an obSect of this invention is to pro- 
vide a razoi- blade holder in which the cutting 
blade is interchangeable, and constructed in such 
a manner that the blade may be reversed, for 
using the end of the blade which was previously 
at the inner end with respect fo the handle, ai the 
outer end of the blade ho]der. 
Another object of this invention is to provide 
a razor blade holder having a longitudinally ex- 
tending s]ot therethrough for frictional]y retain- 
ing the blade therein. 
Another object of this invention is to provide 
a razor b]ade ho]der of such construction that 
the blade while separable from the holder, may 
when inserted therein be he]d firm]y in inter- 
engaged position and yet permit the blade fo be 
easfly withdrawn therefrom 
Another object of this invention is fo provide 
a razor b]ade holder for blades of ribbon-like 
thickness and having a resilient edge guard piv- 
ota]ly mounted on the razor blade holder and 
movable into interlocked engagement with the 
fr6e end portion of the holder to cover one of the 
cutting edges of the blade when a double edge 
b]ade is used. 
Another object of this invention is fo provide 
a razor blade holder specia]]y designed fo receive 
and positively grip blades of ribbon like thick- 
ness, of the kind used in safety razors with one 
or two cutting edges but double the length of the 
usual safety razor b]ade. 
Another object of this invention is fo form a 
notch Lu each end wal] of the respective blades 
and fo provide a tongue ai each end of the razor 
blade ho]der, and means whereby the two tongues 
are ruade fo engage the notches in the b]ade to 
positively grip and hold a b]ade in operative re- 
lation in the razor blade ho]der. 
With the bove and other objects in view, the 
invention will be hereinafter more particularly 
described, and the combination and arrangement 
of parts wi]l be shown in the accompanying draw- 
ings and pointed out in the claire which forms 
part of this specification. 
Reference wi]l now be had fo the drawings, 
wherein like numerais of reference designte cor- 
responding parts throughout the several views, 
in which: 
Figure 1 is a perspective view of the razor b]ade 
ho]der and shaving blade, the holder being 
broken away fo show a blade with two cutting 
edges held ai both ends. 
Figure 2 is an external view of the razor blade 
holder and shaving blade shown in ligure I. 
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Figure 3 is a cross-sectional view, the section 
being taken as on line 3--3. in Figure 2. 
Figure 4 is an enlarged cross-sectional view, the 
section being taken as on line 44 in Figure 2. 
5 Figure 5 is a front elevation of a razor blade 
guard, on an enlarged scale. 
Figure 6 is an end view of a cover plate pivot- 
ally mounted on the razor blade guard, on an 
enlarged scale. 
10 Figure 7 is a Perspective view of the razor blade 
holder, on an enlarged scale. 
Figures 8 and 9 are front views of a double edge 
and of a sing]e edge blade used with this inven- 
tion. 
15 In the illustrated embodiment of the invention, 
the numeral 0 indicates a razor blade holder 
for use by barbers and adapted to receive and 
positively grip a razor .blade I! of ribbon-like 
thickness and of the kind used in safety razors. 
20 The razor blade holder 10 comprises an elon- 
gated body 12 having a slot 13. therethrough of 
a size for frictionlly mounting a blade therein 
as above described. The slot 13 forms a bifurca- 
tion with two gripping arms 
25 As best shown in Figure 1, the inner end wall 
 defining the slot 
in abutment therewith and secured to the lower 
ace portion of the body 
If is fo be noted that the tongue member 
30 has a semi-circular end portion designed fo fit 
into a notch   usually round in single edge razor 
blades. For the purposes of this invention blades 
wfll be used having an elongated notch ai each 
end, the notches having semi-circular inner 
35 faces. 
The razor blade holder 10 also comprises a 
hollow guard 0 having one end suitablF pivoted 
on a pin 1 in the rear upper portion of the 
e]ongated bodF . As best shown in Figure 
9 the hollow guard 0 is of substantia]]F inverted 
-shaped cross-section having inclined side wa]is 
, , the lower edes of which are bent to face 
each other so as to extend into interlocking en- 
gagement in grooves 3, , in the outer faces of 
5 the gripping arms 14, 4. The side wal]s  are 
preferablF ruade of the saine ]eng.th as the grip- 
ping ams 14, 14. 
If is to be noted that ai the free end of the 
hollow guard 20 is a closure plate 4 which is 
0 pivotally mounted on a pin  and bas an integral 
tongue 6 of the saine general outer dimensions 
as the xed tongue 16. 
In assembled relation, as shown in Figures 
1 and 2, the user places the razor blade I I in 
55 the body 12 so that an end notch 18 in the razor 



3 
blade is in engagement with the tonguè 16. The 
user then swings the h011ow guard 2{} about the 
pivot 2! fo bring its lower edges in engagement 
with the grooves 23. The user then swings the 
cover plate 24 about the pin 25 fo bring the 
tongue 26 into engagement with the outer notch 
in the razor blade. The arrangement is such 
that in asembled relation the tongues 16 and 
26 are in alinement lengthwise of the elongated 
body 
Figure 8 is a front view of a double edge razor 
blade I! used with this invention. The blade 
! ! has a notch 16 af each end. The inner ends 
of the notches are made semi-circular, ihe 
blades ! ! are of ribbon-like thickness and about 
twice as long as the blades used in safety razors. 
Figure 9 is a front view of a single edge razor 
blade 5! similar fo the blade Il. The blade 5! 
has a covered edge opposite the cutting edge. 
In use, the blade 5 ! is inserted in the razor blade 
holder 10 in the same manner as the blade I! 
shown in Figure 1. The blade 3! bas a cover 
32 opposite the cutting edge as is usual in the 
art. 
As shown in Figures 1 and i, the closure plate 
24 has two ears 33 which fit between the side 
walls 22 of the hollow guard 2{} in frictional en- 
gagement fo retain the plate 24 in engagement 
with the hollow guard 20 and with a blade to 
prevent the blade from getting loose during the 
use. 
TO facilitate handling of the blades when in- 
serting or removing saine from the body |2, a 
cardboard cover or sheath is placed over one of 
the cutting edges so as not to cut the fingers of 
the user. 
If is fo be noted that the structure herein dis- 
closed is primarily for the use of barbers. Its 
use eliminates the necessity for honing and grindi 
ing the blades as if is intended that renewal 
blades will be sold ai such a low price that the 
used blades will be disposed of. The device how- 
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ever permits stropping of the razor blades as re- 
quired for longer use. 
In accordance with the patent statures I have 
described and illustrated the preferred embodi- 
5 ment of my invention, but if will be understood 
that various changes and modifications can be 
ruade therein without departing from the spirit 
of the invention as defined by the appended 
claim. 
10 I claim: 
In a barber's razor, a razor blade holder for 
a ribbon-like blade of uniform thickness through- 
out its length, and having a notch in each end 
wall, said razor blade holder comprising an 
15 elongated body having a slot therethrough of 
s, size for frictionally mounting said blade there 
in, a tongue secured af the inner end of said 
slot, said body having grooves on opposite sides, 
 a hollow guard pivoted af one end of said body 
20 and movable over said blade holder and with 
ifs lower edges in locked engagement with said 
grooves, said hollow guard having a tongue plate 
pivoted at its outer end for covering the front 
end of said body, one end of said blade being 
25 adapted fo be mounted on said inner tongue, 
said plate being movable fo bring its tongue into 
a notch af the other end of said blade to retain 
said blade in cutting position in said razor blade 
holder, and means on said plate for interlocking 
30 said plate with said hollow guard. 
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